PLATE IV

IRON IN ART

RENAISSANCE  IRONWORK  IN  GERMANY

1. German lock, characteristic of the Renaissance workmanship of that
country. German smiths often designed such locks with complicated
devices merely to show their skill in executing them

2. German coffer. Example of the type of great chests executed by German
smiths during the Renaissance period. They were covered with rich
iron mountings of intricate design